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OBA-~ 2448-54 


18 May 1964 


KEMORANDUM FOR: Chief, Technics Division/cs 


SUBJECT : Friden Flexowriter and Friden 
Teledata Communications Equipment 


1. The Subject equipment 16 presently being 
used by the Automation Branch, OBA in Room 582817, 
2 secure aren Lleceted in Sub-corrider B, Southwest, 
oeé the Heedquarters Building. 


2. it is requested thet a Security Survey be 
gade to determine the possibility of the Subject 
equipment emitting electromagnetic radiation which 
cen be picked up and translated into claseified, 
meaningful terms by s recipient inimical to the 
Netional Security. 


s. An early reply tc this request will be 
srestly appreciated. 
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